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EXHIBIT NO. 16 


FROM _Baird-Atomic, Inc. 


TO CONTRACT NO MMMM Customer 2, List Ho. 6o- 


CONTRACTOR WARRANTS PRICES CONFORM 16 THE 


rs ( CONTRACTING OFFICER } HEREBY APPROVES IN THE AMOUNT OF§_ 295.20 
ure pee pee QUAN - 
{ NO. NOMENCLATURE UAN- 1 ywiT PRICE 
1 | BA-aRhh~38 Light Socket 
| MrASLIOEADMA | Light, Dial Indteator 
e Alas ties Light, Bdal Indicator 
| 4 /BA-ASLZON-LNC =| Light, Dial. Indicator 
| 9 |RAASLSOE-IND | Light, Died Indtcater 
6 | BAAS 08-kO Switch, Mode, Centra] 
| ee Coupling, Tube 
| 2% 
| 
| 
» 
| 
| 
PRESERVATION, PACKING: _ Comeretal air De ivery CON 


PRIGE FORMULA IN EFFECT ON THE CATE OF TH! S EXHIBIT 2b 
PRICES ARE FAIR AND REASONABLE THIS pune iS 
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TOTAL PRICE REMARKS 


PLETED BY:_ 295 December 1959 
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APPROVED PRODUCTION LIST NO. 26 TO CONTRACT NO. MM customer 2, List Ho. 60-7 
FROM APPROVED CCSD 


AUTHORI R NTATIV (DATE) TT AUTHORIZED MEPRESENTATIVE) 
Wace eee PREPARED _11~5~59 lll 
( DATE ) 
THROUGH FOIAb3b1 
FOIAb3b1 


a 


| 
lo | 19.0 192.10 old Part Ho. was 
| BA~ABAL-T 
9 50 80.50 
6 4.50 27.00 | 
6 4.50 27.00 | 
10 6.50 65.00 | 
2 | 79.50 159.00 | | 
2 57 .80 5.80 | | 
{ ' 
GRAND $653.20 | 
| 
¢ | | | 
4 | : 
| | : 
| | | 
= | | 
| | | ! : 
| : | | 
PRESERVATION, PACKING: Commercial Air _____ DELIVERY COMPLETED BY: 25 December 1959 
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"FROM: File ie. 6642 | 
TOt eee | Page 1 of 1 Pages Pee 
(Contractor) | Production List Hr. 60-7 to Contract mr 
TOO Ee 
Contracting officer 
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Le - BArARAH=7 Light Socket Assy 


RA 10 187.50 

2. BAeASI130R~1bA Light, Dial indicator BA 9 36.00 
3.  BAeA5130£-1h3 Light, Dial indicatar EA 6 24.00 
4, —- BAASIZOE-lic Light, Dial Indicator EA 6 24.00 
5. BarASLICE-lsD Light, Dial Indicator BA 6 aud 
6. BheASi30z-b0 Switch, Mode, Centraidab EA 10 104.00 
C BA-BROK@2 Bearing, Dial Asay RA 2 80.00 
8. BA~BRLL-309 Coupling, Tube FA 2 120.00 
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STATINTL PACKING LIST — 


TO: Packing List No. 293 
Date: 11 March 1960 
Waybill No.: | AE81-55-45 
Carrier: Air Express 
FROM: Your Request No.: 60-5927 and 60-9956 
ITEM QUANTITY PART NUMBER 
l. l BA-ER44-1, Serial No. 10 
Le Z BA-AR44-196 


Note: Item 2. are placements for those received broken on P.O, 272 dtd. 


11/30/59, your request No. 60-8-14-4 on our Appr. Prod. List No. 16 
to Contr.c 


FOIAb3b1 


It is requested that two copies be signed and returned to sender as acknowledgement 
of receipt. 
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Signs 
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ADYANCED-COPY 
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STATINTL as 2 | : 
LIST { f A 5 ata. 
Packing List No. ._295 
Date: 25 Mazrch 1960 
Waybill Now: = AE81-55-46 


Carrier: . Air Express 
Your Request No.: 60-12804 


ITEM ; QUANTITY PART NUMBER 
1, 1 BA~ER44-1, Serial No. 6 


It is requested that two copies be signed and returned to sender as acknowledgement 
of receipt. 
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3-25-69 
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